Unlisted Thoughts presents the 


CROSS-GENERAL OF§ 
GENERAL DISAPPRECIATION { A 


This Cross-General is awarded to 


Ambulance Tasmania 


For using the caduceus 
instead of the Rod of 


Aesculapius in their logo. | akecf, 
gis ian Keaggy 


Awarded on 07/04/2023. 


Sneha Malla Lakshan Kaur 
Honorary Administrator-General Chief of Staff 


